AD-A218  193 


BltC  F»LE  COPY 


EflwOvewM  of  progressive  resistance  training  for  increasing  maximal 
repetitive  lilting  capacity 

uas 

Marilyn  A.  Sharp,  Everett  A*  Hannan,  Brian  E.  Boutilier,  Matthew  W. 
Bovee.  William  J.  Kraetner 

Esercise  Physiology  Division 

U  S  Amy  Research  Institute  of  Environmental  Medicine 
Natick.  MA  01760-6007 

Address  all  correspondence  to:  Marilyn  A.  Sharp 

USARIEM  SGRD-UE-PH 

Kansas  St 

Natick,  MA  01760-5007 
Phone:  606-65 1-4688 


DTIC 


Abstract 


^  The  purpose  of  this  study  was  to  investigate  the  effects  of  12  weeks  of 
progressive  resistance  training  on  the  performance  of  a  high  intensity 
repetitive  lifting  task.  The  repetitive  lifting  task  consisted  of  lifting  a  41  kg 
box  to  a  chest  high  shelf  as  many  times  as  possible  in  10  min.  Subjects  were 
randomly  assigned  to  a  training  (TR)  or  a  control  group  (CT).  The  TR  group 
(n=18)  participated  in  progressive  resistance  training  3  times  each  week  for 
12  weeks.  The  CT  group  (n=7)  was  asked  to  maintain  their  current  exercise 
habits  which  did  not  include  progressive  resistance  training.  Repetitive  lifting 
task  performance  and  one  repetition  maximum  strength  for  box  lift,  bench 
press,  deadlift  and  squat  were  recorded  before  and  after  progressive 
resistance  training.  Improvement  in  the  strength  of  the  training  group  was 
significantly  greater  (p<.05)  than  that  of  the  CT  group.  The  increase  in 
strength  was  accompanied  by  greater  change  (p<.05)  in  repetitive  lifting  task 
performance  for  the  training  group  (pre-test=79.1  lifts,  post  test=92.4  lifts) 
than  the  CT  group  (pre-test=84.9  lifts,  post  test=82.0  lifts).  It  is  concluded 
that  traditional  progressive  resistance  training  exercises  are  effective  in 
improving  performance  of  an  occupational  lifting  task.  Regular  progressive 
resistance  training  can  be  particularly  important  in  maintaining  the 
effectiveness  of  manual  workers  in  jobs  that  require  high  intensity  lifting 
on  an  infrequent  basis. 
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Introduction 


The  frequency  of  lower  bade  injury  increase*  with  the  ratio  of 
occupational  lifting  demands  to  the  worker’s  maximum  lifting  strength 
(Chaffin  1974).  It  was  also  noted  that  less  physically  fit  Naval  personnel 
(Marcinik  1986)  and  firefighters  (Cady  et  al.  1985;  Doolittle  and  Kaiyals 
1986)  were  more  likely  to  suffer  injuries  than  those  who  were  more  fit 
Occupations  requiring  frequent  manual  materials  handling  involve 
considerable  exercise,  and  novice  lifters  can  be  expected  to  improve 
performance  during  the  first  month  of  employment  simply  by  performing 
the  lifting  task  (Sharp  and  Legg  1988b,  Genaidy  et  el.  1989).  Once  an 
acceptable  level  of  performance  is  reached,  day  to  day  task  performance 
does  not  provide  sufficient  overload  to  produce  further  increases  in 
performance  or  to  reduce  the  risk  of  job  related  injury.  Many  occupations 
involve  high  intensity  repetitive  lifting  that  occurs  infrequently,  such  as 
emergency  medicine,  fire  fighting  and  the  military.  The  physical  stress  of 
infrequent  high  intensity  lifting  exercise  may  result  in  a  higher  injury  rate 
and  in  diminished  job  performance  of  individuals  who  are  less  physically 
prepared. 

Progressive  resistance  training  is  generally  accepted  as  an  effective 
adjunct  to  practice  of  technique  for  improving  performance  in  sports.  It 
follows  then  that  the  ideal  training  method  for  occupational  lifting  is 
performance  of  the  lifting  task,  along  with  supplemental  progressive 
resistance  training.  Such  a  training  method  has  not  commonly  been 
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uajpteaieatod  to  industrial  HtUAp.  For  workers  who  perform  intense  lifting 
only  omwilly,  the  frequent  performance  of  simulated  job  tasks,  for  the 
purpose  o f  building  physical  strength  would  be  prohibitively  expensive  for 
employers  to  term*  of  both  resource*  and  time.  For  example,  U.S.  Army 
soldier*  participate  to  AeJd  training  exercise*  with  live  ammunition  for  only 
e  small  percentage  of  their  training  time  due  to  the  risk  of  injury,  as  well 
s*  the  cost.  The  Army's  standard  physical  training  programme  is  not 
designed  to  strengthen  musde  groups  specifically  involved  in  occupational 
lifting  While  some  corporations  provide  employees  with  exercise  facilities  or 
discounted  health  dub  memberships,  the  goal  is  to  improve  health,  with 
improvement  in  )ob  performance  as  an  indirect  result.  Equipment  for  task 
specific  strength  training  is  rarely  available  to  industrial  employees.  A 
programme  of  pngrissiu  reel  stance  training  using  carefully  selected 
exercises  may  be  a  practical  approach  to  strength  training  for  occupations 
with  infrequent  heavy  biting  requirements,  particularly  in  the  absence  of 
task  specific  teaming  tools 

Little  information  is  available  to  show  the  effects  of  progressive 
resistance  teaming  on  industrial  repetitive  lifting  performance.  Aafour  et  al. 
(1964)  utilised  progressive  resistance  bos  Ufting  sod  aerobic  training  and 
noted  significant  increases  in  strength,  aerobic  capacity  and  mewnwim  box 
tift  following  6  weeks  of  training  Sharp  and  Lagg  (1968b)  implemented  a 
psychophysical  training  programme  in  which  subjects  were  asked  to  adjust 
the  box  mass  to  the  snaetmum  they  could  lift  for  one  hour  at  a  rate  of  6 
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lifts  min1.  Training  consisted  of  lifting  a  self-selected  load  for  two  15  minute 
sessions,  5  days  per  week  for  4  weeks.  Psychophysical  training  was  shown 
to  increase  the  box  mass  lifted  for  one  hour.  Genaidy  et  al.  (1988)  achieved 
a  twofold  increase  in  carrying  endurance  time  after  a  2-1/2  week  training 
programme  consisting  of  carrying  a  20  kg  load  4  m  at  a  frequency  of  8 
boxes/min.  As  the  greatest  improvements  in  performance  are  observed  when 
the  training  and  testing  modes  are  identical  (Fleck  and  Kraemer,  1987)  it 
should  be  noted  that  all  three  training  studies  utilised  the  same  equipment 
for  testing  and  training.  The  effect  of  a  programme  of  traditional  progressive 
resistance  training  exercises  on  occupational  repetitive  lifting  performance 
has  not  been  examined.  The  purpose  of  this  study  was  to  determine  whether 
12  weeks  of  progressive  resistance  training  is  an  effective  means  of 
improving  performance  of  an  occupational  lifting  task. 

2.  Methods  and  Procedures 

2.1  Subjects. 

Twenty  five  males  with  minimal  manual  materials  handling  experience  were 
recruited  to  participate.  Subjects  were  randomly  assigned  to  one  of  two 
training  groups  or  to  the  control  group.  Subjects  were  briefed  on  the 
requirements  and  hazards  involved  in  the  study  then  read  and  signed  an 
informed  consent  statement.  None  of  the  volunteers  had  been  involved  in  a 
resistance  training  programme  within  the  previous  6  months  and  all  3ubjects 
were  instructed  not  to  begin  any  new  training  procedures. 

2.2  Schedule. 
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Lifting  famtumiilw,  profiling  of  subject*  And  measurement  of  maximal 
rep etittv*  biting  capacity  book  piece  during  the  three  weeks  preceding  the 
twelve  week  training  programme  The  profiling  and  maximal  repetitive  lifting 
capacity  measurements  were  repeated  at  weeks  four  and  eight  of  the 
training  programme  and  fallowing  the  twelfth  week  of  training. 

2  3  Repetitive  lifting  task 

The  repetitive  lifting  task  (10  mm  lift)  was  designed  to  simulate  the 
resupply  of  e  V  S  Army  t&fi  mm  Howtuer  The  resupply  is  one  of  the  most 
physically  demanding  tasks  the  field  artillery  soldier  performs  and  elicits  the 
highest  heart  rates  (Patton  et  al  1907)  The  crews  move  up  to  134 
projectile*  weighing  41  kg  each  from  (he  supply  vehicle  to  the  Howitzer  in 
10  minutes  or  Use  (Vederhyde  1999)  The  dependent  variable  for  maximal 
repetitive  lifting  capacity  was  the  total  number  of  lifts  of  a  41  kg  box 
completed  in  10  minutes  A  floor  to  cheet  level  lift  was  selected  to  involve 
the  upper  body,  and  remove  the  advantage  tall  subjects  have  when  using  an 
absolute  lifting  height  The  teak  was  performed  on  a  repetitive  lifting 
machine  which  lowered  the  load  each  time  it  was  lifted  (Teves  et  al.  1987). 
Oxygen  uptake,  heart  rate  and  lift  rata  were  recorded  continuously.  Blood 
lactate  was  measured  before  and  5  min  after  lifting  exercise.  Subjects  were 
instructed  to  develop  an  optimal  pacing  strategy  in  order  to  complete  as 
many  lifts  as  possible  during  the  ten  minute  test.  A  straight  back  bent  legs 
lifting  technique  was  encouraged,  but  not  required.  Subjects  performed  two 
to  three  pre-training  10  minute  lift  tests  during  the  initial  three  week 
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period.  In  no  case  was  performance  on  the  third  pre-training  10  min  lift  task 
significantly  better  than  on  the  second.  The  intraclass  reliability  coefficient 
was  .97  for  three  trials  and  .93  for  two.  The  second  10  min  lift  test  was 
selected  as  the  pre-training  measure. 

2.3  Subject  Profiling. 

The  following  determinations  were  made: 

(1)  Repetitive  lifting  maximal  oxygen  uptake  (VOjinax)  was  measured  to 
evaluate  the  aerobic  fitness  of  the  subjects  and  to  describe  the  relative 
exercise  intensity  (percentage  V02max)  during  the  10  min  lift  task. 
Procedures  were  identical  to  those  previously  reported  (Sharp  et  al. 
1988a),  except  that  the  lifting  height  was  chest  level,  to  equate  with 
the  10  min  lift  task. 

(2)  One  repetition  maximum  strength  determinations  were  made  for 
bench  press,  squat,  deadlift  and  box  lift.  Maximum  box  lift  was  the 
heaviest  load  lifted  to  a  chest  high-shelf  in  a  box  similar  to  that  used 
during  the  repetitive  lifting  task  (Sharp  &  Legg  1988b). 

t 

(3)  Body  composition  was  estimated  using  the  hydrostatic  weighing 
method  (Fitzgerald  et  al.  1987;  Siri  1961).  Residual  lung  volume  was 
measured  just  prior  to  underwater  weighing  using  the  dosed  drcuit 
oxygen  rebreathing  technique  (Wilmore  et  al.  1980). 

2.5  Training  programmes. 

The  experimental  subjects  were  split  into  two  groups  and  participated  in 
12  week  progressive  resistance  training  programmes.  Both  groups  trained 
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three  day*  per  «««l  (Monday.  Wednesday  and  Friday)  and  executed  ten 
exercise#  in  a  random  order  The  fra*  weight  exercises  used  were  bench 
pm*.  deadlift,  squat.  bent  knee  sit-upe  while  holding  dum belle,  high  pulls 
(rapidly  raise  weighted  bar  from  floor  to  chest  level  and  immediately  lower 
bar  to  floor)  and  standing  bent  am  lateral  dum  bell  raises  (flys).  Exercises 
performed  on  a  Universal  Gym  apparatus  were  seated  rowing,  standing 
shoulder  shrugs,  standing  military  press,  and  hanging  leg  raises.  The 
weight  selected  was  the  maximum  that  would  allow  the  subject  to  complete 
the  required  number  of  repetitions  for  that  set.  If  more  than  the  required 
number  of  repetitions  were  completed,  the  weight  was  increased  for  the 
following  s«t.  All  workouts  were  preceded  and  followed  by  stretching.  The 
fall  reel  programme  (n*8)  eras  designed  with  sufficient  rest  between 
•serclses  To  provide  variation,  recommended  for  the  fastest  improvement 
(Stone  et  al  1981).  the  number  of  repetitions  per  exercise  set  was  varied 
randomly  within  ereeks  from  3-5,  6-8  and  10-12.  Three  to  five  sets  of  each 
exercise  were  executed  with  2  min  rest  between  each  set  and  exercise.  The 
short  rest  program  (n«10)  eras  designed  to  increase  lactate  tolerance  through 
the  use  of  shorter  rest  periods.  The  short  rest  group  completed  3  sets  of  10- 
12  repetitions,  with  30,  60  or  90  sec  rest  between  seta  and  1  min  rest 
between  each  eserriee.  Each  of  the  rest  period  variations  were  performed 
once  each  week  in  random  order.  The  control  group  (n=7)  was  asked  to 
continue  their  current  level  of  aerobic  training  and  calisthenics,  and  did  not 
participate  in  a  progressive  resistance  training  programme. 
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2.6  Statistical  analysis. 

Repeated  measures  analysis  of  variance  with  an  alpha  of  .05  was  used  to 
examine  group  differences  in  pre*  to  post  training  changes  in  lifting 
performance  and  profiling  measures.  Profiling  measures  were  correlated 
with  maximum  repetitive  lifting  capacity  to  examine  the  relative  importance 
of  various  fitness  components  in  performing  the  10  min  lift  task. 

3.  Results  and  Discussion 
3.1  Training  group  comparison. 

No  significant  differences  were  identified  between  the  two  progressive 
resistance  training  groups  in  pre-  to  post  training  changes  in  10  min  lift 
task  performance  or  profiling  variables.  As  expected,  the  short  rest  workout 
produced  a  significantly  greater  increase  in  post-workout  blood  lactate  (8.9 
±  2.9  mmolesl'1)  than  did  the  full  rest  workout  (4.4  ±  2.2  mmoles!1).  The 
short  rest  programme,  however,  did  not  result  in  a  greater  tolerance  for 
blood  lactate  during  the  10  min  lift  task.  No  significant  difference  was 
detected  between  the  training  groups  in  the  increase  in  blood  lactate  due  to 
the  10  min  lift  task  following  12  weeks  of  training  (short  rest=10.8  ±1.7 
mmolesl1,  full  rest=*11.9  ±  2.5  mmolesl'1). 

In  order  to  reach  exhaustion  at  the  end  of  a  3-5  repetition  set  (full  rest 
programme),  heavier  loads  must  be  lifted  than  during  a  10-12  repetition  set 
(short  rest  programme).  Lifting  3-5  repetition  loads  did  not  result  in 
significantly  greater  increases  in  any  of  the  strength  determinations  in  the 
full  rest  group  as  compared  to  the  short  rest  group.  The  total  weight  moved 
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(load  (kg)  s  repetition*  completed)  during  12  week*  of  progressive  mat  tun  oe 
training  wa*  not  significantly  dtflerem  between  group*  The  full  mat  group 
moved  36,556  kg  and  the  abort  mat  group  moved  35,562  kg  during  the  12 
week  training  period.  (p».73)  A*  no  atgniftcani  difference*  worn  identified 
between  groupa.  them  ia  no  justification  for  identifying  one  programme  a* 
•up* nor  It  ia  hypothesised  that  programme  aumlamuM  tn  weight  moved  and 
exercises  uaed  worn  mom  important  than  the  difference*  in  RM  load  and 
reet  period  Therefore,  tn  deigning  a  training  programme  length  of  mat 
penode  and  number  of  repetition*  per  set  can  be  baaed  on  practical 
constraint*  For  example,  if  time  M  hauled,  the  abort  mat  programme  can 
be  completed  in  a  shorter  time  period  If  a  targe  number  of  people  uee  the 
training  equipment  simultaneously.  the  slower  paced  full  mat  programme 
would  accommodate  eeveral  people  per  training  elation  with  a  minimal  eafety 
risk 

Because  no  difference*  were  identified  between  the  two  training  group*, 
the  data  were  coll* peed  and  treated  aa  one  group  The  mean  t  standard 
deviation  for  age  and  height  of  the  two  groupa  was  94.6  a  6J  year*  and 
178  6  t  S  I  an.  respectively,  for  the  control  group  and  18  9  t  1.1  yearn  and 
178.7  a  7.2  an.  respectively,  for  the  training  group. 

3.1  Body  composition. 

Pro-  to  poet  teat  mtaeuma  of  body  composition  am  hated  in  table  1.  Twelve 
weeks  of  progressive  resistance  training  resulted  in  a  greater  increase  in 
body  weight  and  fat  free  mass  in  the  training  group  than  in  the  control 
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group.  The  training  group  mean  increase  of  3.7  kg  body  mass  was  composed 
of  2.6  kg  lat  free  mass  and  1.1  kg  body  fat.  The  net  gain  of  0.6  kg  body 
weight  in  the  control  group  consisted  of  a  mean  gain  of  0.9  kg  of  fat  free 
mass  and  mean  loss  of  0.3  kg  of  body  fat.  The  pre  to  post  training 
percentage  change  in  kilograms  of  body  fat  was  significantly  greater  in  the 
training  group  than  the  control  group.  A  review  of  prior  studies  indicated 
that  a  short  term  progressive  resistance  training  programme  generally 
produces  a  decrease  in  body  fat  and  an  increase  in  fat  free  mass,  with  no 
net  change  in  body  weight  (Fleck  and  Kraemer  1987).  The  progressive 
resistance  training  group  increased  body  fat  content  as  well  as  fat  free 
mass.  Since  diet  was  not  controlled,  it  is  possible  that  the  training  group 
increased  their  food  intake  disproportionally  during  the  training  programme 
and  this  resulted  in  a  net  gain  in  body  weight. 

3.2  Maximal  aerobic  capacity. 

Pre-training  repetitive  lifting  Vo,max  was  53.5  ±  6.5  mlkgmin1  and 
53.7  ±  6.7  ml  kg  min1  for  the  training  and  control  groups,  respectively.  There 
was  a  decrease  following  training  of  3.8  ±  4.4  ml  kgmin'1  in  the  training 
group  and  4.6  ±  5.8  ml-kg-min'1  in  the  control  group,  but  this  decrease  was 
not  significantly  different  between  groups.  Gettman  and  Pollock  (1981) 
reported  an  average  increase  of  5%  in  aerobic  capacity  following  10-20  weeks 
of  circuit  weight  training.  While  the  short  rest  training  programme  was 
similar  to  circuit  weight  training,  it  did  not  produce  an  increase  in  repetitive 
lifting  Vo,max.  The  mean  treadmill  Vo,max  for  comparable  males  is 
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approximately  50  ml-kg-min1  (Vogel  et  al.  1986).  Since  treadmill  Vo,max 
averages  12%  higher  than  repetitive  lifting  Vo^nax  (Sharp  et  al.  1988),  an 
estimate  of  treadmill  Vo^nax  would  be  60  ml-kg-min'1,  which  is  a  high  initial 
level  of  aerobic  fitness.  All  test  subjects  were  instructed  to  maintain  their 
current  level  of  aerobic  training,  but  this  was  not  monitored.  Therefore,  the 
decrease  in  Vo,max  experienced  by  both  groups  may  be  the  result  of  a 
decrease  in  aerobic  training. 

3.3  Strength  determinations. 

Increases  in  strength  were  examined  to  evaluate  the  effectiveness  of  the 
progressive  resistance  training  programme.  The  strength  determinations  over 
time,  and  the  mean  percentage  change  pre  to  post  training  are  presented  in 
table  2.  The  training  group  increases  in  strength  were  significantly  greater 
than  the  control  group  changes  for  all  strength  determinations  as  illustrated 
in  figure  1.  The  percentage  increases  in  the  training  group  ranged  from 
19.8%  on  the  deadlift  to  34.6%  on  the  squat  and  were  similar  to  those 
observed  in  other  progressive  resistance  training  studies  of  similar  length 
and  intensity  (Atha  1981;  Fleck  and  Kraemer  1987).  The  control  group 
changes  ranged  from  -1.6%  on  bench  press  to  10.1%  on  the  box  lift.  These 
nominal  increases  in  strength  were  probably  due  to  improved  lifting 
technique,  rather  than  an  increase  in  muscular  strength.  All  subjects  had  an 
opportunity  to  improve  box  lifting  technique  monthly  while  performing  the 
10  min  lift  task  and  repetitive  lifting  Vo,max  test.  The  control  group 
increased  on  only  those  lifts  involving  the  lower  body,  with  the  greatest 
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percentage  increase  attained  on  the  task  specific  box  lift.  No  change  was 
observed  in  the  control  group  strength  for  the  bench  press,  a  lift  familiar  to 
all  subjects.  Despite  improved  technique,  the  increases  in  strength  achieved 
by  the  training  group  were  significantly  greater  than,  and  more  than  double 
those  achieved  by  the  control  group  on  all  tests. 

Progressive  resistance  training  resulted  in  a  significant  increase  in 
occupational  lifting  strength.  The  training  group  increased  23%,  while  the 
control  group  increased  10%  in  maximal  box  lifting  strength,  even  though 
box  lifting  was  not  utilised  as  a  progressive  resistance  training  exercise. 
This  reflects  the  effectiveness  of  a  training  programme  specifically  designed 
to  train  muscles  instrumental  to  a  particular  activity.  The  initial  portion  of 
the  box  lift  (floor  to  knuckle  height)  was  similar  in  technique  to  the  deadlift, 
while  the  second  portion  of  the  lift  (knuckle  to  shoulder  height)  was  a 
combination  of  the  high  pull  and  bench  press  exercises.  Sharp  and  Legg 
(1988b)  observed  a  6%  increase  in  box  lifting  strength  following  repetitive 
box  lifting  with  no  progressive  increase  in  load  lifted,  while  Asfour  et  al. 
(1985)  found  a  55%  increase  in  box  lifting  strength  from  floor  to  127  cm  with 
progressive  resistance  box  lifting  training.  The  55%  increase  is  much  greater 
than  that  observed  in  the  present  study  and  may  be  due  to  the  use  of  the 
same  movement  for  testing  and  training,  or  to  a  subject  group  with  a  lower 
initial  level  of  strength.  Progressive  resistance  box  lifting  is  the  most 
effective  way  to  improve  box  lifting  capacity,  but  not  all  occupational  tasks 
requiring  physical  strength  lend  themselves  to  task  specific  training.  For 


13 


the**  tub  the  specific  muscle  group*  involved  can  be  strengthened  oath 

progressive  resistance  exercises 

3.5  Ten  minute  repetitive  lifting  uuk. 

The  progressive  resistance  training  group  increased  the  number  of  lifts 
completed  in  ten  minutes  significantly  more  than  the  control  group  who  did 
not  train.  The  mean  change  in  the  control  group  was  >2.8  lifts  ('2  4%).  while 
the  training  group  improved  by  an  average  of  13.4  lifts  or  16.8%.  Most  of  the 
training  group  increase  in  10  min  lift  task  performance  (15%  of  18.8%)  wss 
accomplished  by  the  8th  week  of  training.  Sharp  and  Legg  (1988b)  reported 
a  26%  increase  in  repetitive  lifting  performance  following  4  weeks  of  task 
specific  training,  while  Genaidy  et  al.  (1989)  reported  a  twofold  increase  in 
endurance  time  on  a  carrying  task  following  2-1/2  weeks  of  task  specific 
training.  The  improvements  in  task  performance  resulting  from  progressive 
resistance  training  are  more  modest  than  those  following  task  specific 
training,  however,  progressive  resistance  training  is  more  accessible  than 
task  specific  training  for  many  occupations.  Progressive  resistance  training 
can  be  performed  on  a  set  schedule,  unlike  task  specific  exercise  performed 
only  occasionally  during  a  shift.  Where  it  is  not  practical  to  train  by 
performing  the  task,  such  as  in  fire  fighting  or  emergency  medicine, 
progressive  resistance  training  can  be  used  to  prepare  for  and  improve  task 
performance.  Careful  evaluation  of  the  job  requirements  must  be  made  to 
select  the  appropriate  training  exercises.  This  study  does  not  provide 
information  regarding  occupational  injury  rates,  however,  previous  data 
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indicate  that  stronger  employee*  would  be  expected  to  incur  fewer 
overuse/overload  u\)une*  (Cady  ei  al  1065,  Dooliul*  and  Kaiymla  1966). 

Measurement*  made  during  the  10  min  lift  teet  are  luted  in  table  3 
The  percentage  change  from  pre  to  poet  training  in  oxygen  uptake  during 
the  10  minute  lift  task  in  the  training  group  wa*  2.0%,  which  was 
significantly  different  from  the  control  group  change  of  >7.1%.  The  training 
group  uiiltied  approximately  the  earn*  amount  of  oxygen  to  perform  more 
work,  while  the  control  group  decreased  slightly  in  both  the  amount  of 
oxygen  lined  and  work  done  Training  did  not  affect  the  percentage  of 
VOyinax  utilised  during  the  10  min  lift  leak  as  there  was  no  significant 
difference  between  groups  in  the  change  in  percentage  VOtmax  from  pre-  to 
poet  training  Both  group*  experienced  high  blood  lactate  levels  following 
performance  of  the  10  min  lift  teak,  but  the  groups  were  not  significantly 
different  from  each  other,  and  training  had  no  effect  on  this  measurement 

Table  4  contain*  the  correlations  between  profiling  measures  and  10 
min  lift  task  performance  for  pre-training,  poet  training  and  poet  minus 
pre-training  measurements  10  min  lift  performance  was  significantly 
correlated  with  all  meaauree  of  strength  before  and  after  training,  with  the 
exception  of  maximum  box  lift  after  training.  When  change  scores  were 
analysed,  the  change  in  10  min  lift  performance  from  pre-  to  post  training 
was  significantly  correlated  with  the  change  in  bench  press,  deadlift  and 
combined  strength.  Bench  press  was  most  highly  correlated  with  10  min  lift 
performance,  which  suggests  that  upper  body  strength  is  one  of  the  limiting 
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factors  in  performing  the  10  min  lift  task.  Fat  free  mass  and  body  weight 
were  significantly  correlated  with  10  min  lift  performance  before  and  after 
training,  but  the  change  in  these  measures  from  pre-  to  post  training  were 
not  Maximal  oxygen  uptake  was  not  significantly  correlated  with  10  min  lift 
task  performance  at  any  time,  indicating  that  strength  and  body  size  were 
more  important  than  aerobic  capacity  for  10  min  lift  task  performance. 

4.  Conclusions 

1.  When  it  is  not  practical  to  train  by  performing  an  occupational  task, 
progressive  resistance  training  can  be  used  to  improve  task  performance. 

2.  Progressive  resistance  training  can  be  used  to  increase  maximal 
occupational  lifting  strength. 
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Table  1.  Body  composition  of  control  (CT,  n*7)  and  training 
groups  (TR,  n=18)  before  and  after  training  (Mean  ±  SD) 


Pre-training 

Post  training 

%  Change 

Weight  (kg) 

CT 

76.4  ±12.8 

77.0  ± 

14.1 

0.4 

TR 

73.3  ±10.7 

77.0  ± 

13.1 

4.4' 

Fat  free  mass 

CT 

65.4  ±10.0 

66.3  ± 

9.7 

1.5 

(kg) 

TR 

61.9  ±  7.3 

64.4  ± 

8.1 

4.11 

Body  fat  (%) 

CT 

11.0  ±  5.5 

10.7  ± 

7.3 

-9.4 

TR 

11.4  ±  5.0 

12.5  ± 

6.3 

6.7 

1  Significantly  greater  than  control  group  in  percent  change 
pre-  to  post  training  (p<.05). 


#• 


20 


Table  2.  Strength  determinations  for  training  (TR,  n=18)  and  control  (CT,  n=7)  groups  over  time. 
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Table  4.  Correlation  of  10  min  lift  performance  with  profiling  variables 
measured  before  and  after  training  and  the  change  in  performance  correlated 
with  the  change  in  profiling  variables  from  pre  to  post  training  (n«25). 


Pre- 

Training 

Post 

Training 

Pre-Post 

Change 

Box  lift 

0.52* 

0.34 

0.32 

Bench  press 

0.77* 

0.74* 

0.61* 

Squat 

0.56* 

0.65* 

0.19 

Deadlift 

0.67* 

0.62* 

0.57* 

Combined1 

0.71* 

0.71* 

0.53* 

Fat  free  mass 

0.68* 

0.64* 

0.23 

Body  mass 

0.64* 

0.59* 

0.24 

Vcynax  (ml-kg-min1) 

0.06 

-0.32 

0.19 

*  (p<.01) 

*Total=Bench  press  +  deadlift  +  squat 
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Pifuw  1-  Pr*-  to  poet  training  change  in  strength  for  the  control  and  training 
groups.  **'  indicates  signAcant  difference  (p<.05)  from  control  group. 
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HUMAN  RESEARCH 


Human  subjects  participated  in  these  studies  after  giving  their  free  and 
informed  voluntary  consent.  Investigators  adhered  to  AR  70-25  and  USAMRDC 
Regulation  70-25  on  Use  of  Volunteers  in  Research. 

The  views,  opinions,  and/or  findings  contained  in  this  report  are  those  of  the 
author(s)  and  should  not  be  construed  as  an  official  Department  of  the  Army 
position,  policy,  or  decision,  unless  so  designated  by  other  official 
documentation. 
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